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1. The Stahl- und Welewer: Grocditz (VNB) wepemtly needs a complete hy- 
Graulic unit consisting of the following pienes of acquipment: 


6, 3 hydraulic compressors {Presswasser‘ormresscren) 
capacity: 2,000 liters per cinute, 3-satep up to 200 


stmospheres cpcrating nressure 


b § high pressure stesl cylinders 


capacity: 2,000 liters at 200 atmospheras onerating 
pressure and 300 atrospheres test nressure 
dinenstons » watside diameter; 800 mn. 
il thickness: 69 inom. 
iengta: about 6, 35C mn. 


or 12 high pressure steal cylimiers 


capacity: i,000 liters at 200 atmospheres cperating 
eressure and 300 atzocapnercs test nressure 

dimensions: correspondingly smaller than those listed 
above 


re 
- 


cormmlote control unit (Steuerungsanlage) with piston or 
floater repuletor or rereury regulator 


a If possible, with a correspon ling murver of veters of hich pressure 
pipe, diameter 140 rm.* 
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~o sinee no hydraulic units are being ramiZsectured in Jest Gert any and 
Sinec: there is littls chence of obtainin:: such equiviont directly fro: 
Jest Geruar 
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